2310—JOHN MARTIN (CADDOA) DAM 
ACROSS THE ARKANSAS RIVER, COLORADO 
This great dam will impound 655,000 acre 
feet of water, eliminate flood danger and con¬ 
serve water for irrigation. Total length of the 
dam is about 4000 feet and will impound a 
body of water over 14 miles in length by 
nearly 2 miles in width. 
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